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1 . SCIATT WAS TOLD IN RECENT MEETING WITH OUTGOING DIRECTOR 
OF ISRAEL ATOMIC ENERGY COMMISSION, SHEHELUETH FRIER, 

THAT THERE IS MAJOR DIFFERENCE OF OPINION AMONG ISRAEL OFFI- 
CIALS AS TO VALIDITY AND, IF PROVEN, SIGNIFICANCE OF GEOLO- 
GICAL PROBLEM REPORTED REF B. IN FRIER'S OPINION NEWS 
REPORT OF PROBLEM EXAGGERATED AND BASED ON VERY INCON- 
CLUSIVE DATA. HOWEVER, HE DOUBTS THAT STUDY BY U.S. FIRM 
CONTRACTED FOR MORE EXTENSIVE SURVEY WILL BE SUFFICIENT TO 
ELIMINATE FURTHER DEBATE. HE NEVERTHELESS BELIEVES THAT 

IF GOI UNABLE TO CONTRACT THIS SUMMER FOR NUCLEAR FACILITY, 
AT LEAST LETTER OF INTENT WOULD BE SIGNED. 

2. FRIER BROUGHT OUT THAT PROBLEM FACING ISRAEL IN 
ASSESSMENT OF ISSUE IS NECESSITY TO LOCATE POWER PLANT NEAR 
SEASHORE TO UTILIZE ONLY SOURCE OF COOLING WATER. TO MOVE 
FURTHER INLAND AND USE WATER PIPELINE WOULD CREATE 
MULTIPLE PROBLEMS FOR SECURITY AND MAJOR INCREASED COST. 
OTHER FORMS OF COLLING, E.G., TOWERS, NOT PRACTICAL OR 
REQUIRE, BECAUSE OF CONDITIONS, NEW DESIGNS AND UNPROVEN 
TECHNOLIGY FOR PLANT SIZE DESIRED. 
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3. IN LATER MEETING, DIRECTOR BEN-ARI AND CHIEF 
SCIENTIST YUVAL, ISRAEL INSTITURE FOR PETROLEUM RESEARCH 
AND GEOPHYSICS, SUPPORTED FRIER'S VIEW THAT REPORT 
OF GEOPHYSICAL PROBLEM EXAGGERATED. HUVAL STATED THAT 
LINES OF OFFSHORE AND ONSHORE SURVEY PREVIOUSLY NOT CLOSED 
AND DATA WAS EXTRAPOLATED THEREBY INDICATING POSSIBLE 
RPT POSSIBLE FAULT STRUCTURES. THEY BELIEVE THAT NEW COMPLETE 
SURVEY WILL REVEAL NO PROBLEM OR AN INSIGNIFCIANT ONE. 
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